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ADVERTISEMENTS for insertion in the —— 
Friday’s issue are accepted up to First post on 
her y, at Dorset House, Stamford Street, London, 
S.E.1. 

THE CHARGE for advertisements in this section 
pad 2/- per line ion. 8 words) per insertion, 
minimum 2 lines 4/-, or for display advertisements 
30/- per inch, with a minimum of one inch. Where 
the advertisement includes a Box Number there is 
an additional charge of 6d. for postage of replies. 
SITUATIONS WANTED.—Three _ insertions 
under this heading can be obtained for the price of 
two if ordered and prepaid with the first insertion. 


TUTTI 


OFFICIAL NOTICES 
TENDERS, ETC. 


COUNTY BOROUGH OF BIRKENHEAD 


Electricity Department 


IENDERS are invited for the supply, delivery and 
erection of— _ 
(a) Metalclad Switchgear, comprising SIX 6,600-v., 
250-mVA Units. 
(b) 2 4,000-kVA Transformers, 6,600/3,300 v. 

Specifications, Conditions and Forms of Tender may be 
obtained from the Borough Electrical Engineer, Craven 
Street, Birkenhead. 

Tenders, on the form provided, enclosed in a plain 
envelope (which shall not bear any name or- mark indi- 
cating the sender), sealed and endorsed as directed in the 
tender form, must be delivered to the undersigned not 
later than 2 p.m. on Monday, the 11th January, 1943. 

Tenders which do not comply with these instructions 
will not be considered. 

The Corporation does not bind itself to accept the lowest 


or any tender. 
E. W. TAME, 
Town Hall, Town Clerk. — 
Birkenhead. 
16th December, 1942. 2926 


SITUATIONS VACANT 


THE NORTHAMPTON ELECTRIC LIGHT & 
POWER CO. LTD. 


Chief Generation Engineer 


A PPLICATIONS are invited for the above position from 
4% qualified engineers with experience in the, operation 
and maintenance of a modern Generating Station. Some 
constructional experience will be an advantage. 

The commencing salary will be in accordance with 
experience, but not less than Class J, Grade 2. 

Replies, which will be treated in strict confidence, 
should be endorsed ‘‘ Chief Generation Engineer,’’ and 
should reach this office as soon as possible, and not later 
than first post Wednesday, January 6th. 


.25 Bridge Street, 
Northam: 


pton. 
19th December, 1942. 2925 


A London Representative with good connection required 
4% by old-established manufacturers of Industrial Light- 
ing Fittings. State age, experience and salary required.— 
Box 8491, c/o The Electrical Review. 
EAF Aids. Wanted, a man for West End Company, 
with a thorough knowledge of modern Valve Ampli- 
fler Hearing Aids; able to deal with all service problems, 
supervise production and design; must have knowledge 
of deafness and its requirements, also extensive electrical 
training to be capable of directing unskilled labour. 
Write details—Box 8487, c/o The Electrical Review. 


Original testimonials should not be sent with applications for employment. 


REPLIES TO advertisements published under a 
Box Number if not to be delivered to any particular 
firm or individual should be accompanied by instruc- 
tions to this effect, addressed to the Manager of the 
ELECTRICAL REVIEW. Laatien: of applicants in 
such cases cannot be returned to them. The name 
of an advertiser using a Box Number will not be 
disclosed. vet —_ to Box Numbers should be 

addressed to x Number in the advertisement, 
-c/o BLECTRICAL RE EVIEW, Dorset House, Stam- 
ford Street, London, S.E.1. Cheques and Postal 
Orders should be made payable to ELECTRICAL 
REVIEW LTD. and crossed. 


VACANCIES FOR ELECTRICAL INSPECTORS 
OF MINES 


HE Minister of Fuel and Power invites applications 
from Electrical Engineers for appointment ait 
JUNIOR ELECTRICAL INSPECTORS OF MINE 
Three appointments will be made and the salary offered 
is £400 per annum, but a higher salary up to a maximum 
of £550 per annum may be paid to a candidate of specially 
suitable qualifications and experience. Applicants must 
not be over 50 years of age. They must (a) hold (I) a 
University Degree in Electrical Engineering, or (II) the 
Graduateship of the Institution of Electrical Engineers, 
or (III) the National Certificate in Electrical Engineering, 
or (IV) the First Class Certificate of the Association of 
Mining Electrical and Mechanical Engineers, or (V) show 
that they have been trained as electrical engineers; and 
(b) have had at least two years’ practical experience in 
the applications of electricity to mining. Present appoint- 
ments will be made on a temporary basis. Closing date 
for applications is 25th January, 1943. Write, stating 
name and address of present employer, age and full 
particulars of qualifications to—Central (Technical and 
Scientific) Register, Section D.521, Sardinia Street, 
Kingsway, W.C.2. 293 


ELECTRICAL Manufacturing Firm requires Boy 
Apprentices between the ages of fourteen and 
seventeen for their two works situate in Somerset and 
North Kent. The boys will be accommodated in specially 
built hostels under the control of matrons. Educational 
facilities will be available. For further particulars apply 
to—Box 2891, c/o The Electrical Review. 
LECTRICAL Wholesalers require Clerical Assistant in 
Stores Office. Knowledge of trade desirable. Apply— 
London Electrical Co., 92, Blackfriars Rd., S.E.1. 2856 
ENTLEMAN required, with experience, for small 
Electrical Contracting Business, able to supervise 
and estimate, also knowledge of typewriting essential 
Over military age. Write, stating salary, etc.—Box 2915. 
c/o The Electrical Review. 
IGH-tension Switchgear Designs Engineer required. 
Preferably with experience on low oil content and 
air-blast circuit breakers. State age, experience and salary 
required, enclosing copies of recent testimonials.—Box 
2920. c/o The Electrical Review. ¢ 
A’ ANUFACTURERS of Electrical Switch and Control 
- Gear require a Representative to cover the London 
area. Applicants should have a sound connection and 
should give full information regarding present activities. 
—Box 2921, c/o The Electrical Review. 
ECHNICAL Assistant (female, not eligible for National 
Service) required for Photometry and Testing Depts., 
electric lamp works, London area. Previous experience 
not necessary: but int. B.Sc., or equiv., standard essential. 
Write. stating age, exp. and sal. requd., to—Box 2857, 
c/o The Electrical Review. 
QUPELY | Undertaking in West of England, Classification 
F, rising to G, requires Shift Charge Engineer, 
Grade 8, with H.P. steam | turbine experience, and Switch- 
board Attendant, D.J.I.C, Schedule, Zone B., present 
wage 25.14d. per hour, preferably with experience of Grid 
operation. Both positions pensionable under L.G.O. 
Superannuation Scheme, and medical examination neces- 
sary unless transferred from existing scheme elsewhere. 
Applicants should state position in respect of release from 
present occupation, and applications should be addressed 
to Box 2927, c/o The Electrical Review, not later than 
January 11th, 1943. 
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GQ WITCHBOAED Attendant required for Steel Works 
Power Station in. the North-east area. Must have 
actual experience .of switchboard operation, including 
synchronising and control of turbo-alternators. Present 
wage £6 1s. per week. Apply in own handwriting, stating 
age and present position and giving particulars of experi- 
and qualifications—Box 2919, c/o The Electrical 
eview 
WA&NZED. Assistant Departmental Manager for Trans- 
former Department. Must have definite design 
experience. Age 22 to 35 years. Scheduled undertaking. 
Position with good post-war prospects. East Lancashire 
district. Applicants please state salary and full details of 
past experience, etc.—Box 2924, c/o Electrical Review. 


APPOINTMENTS FILLED 


Dissatisfaction having been so often expressed that un- 
successful applicants are left in ignorance of the fact that 
the position applied for has been filled, may we suggest 
that Advertisers notify us to that effect when they have 
arrived at a decision. We will then insert a notice free 
of charge under this heading. 


SITUATIONS WANTED 


UYER, over military age, and of many years’ 
- experience in engineering trade, seeks post.—Box 
8465, c/o The Electrical Review. 
ONT Engineer, O.H. and U.G. distribution, 
internal installations,. requires change. Home or 
overseas.—Box 8438, c/o The Electrical Review. 
ESIGN and Production Engineer, 38, automatic and 
manual switch control gear, train and auto. lighting 
equipment. Experience includes layout, detail design, 
estimating, rate fixing and tooling for batch production. 
Also factory layout and administration.—Box 8434, c/o 
‘The Electrical Review 
LECTRICAL Contractors’ Engineer and Manager (44), 
services now available, requires responsible position. 
Very large experience, designing, estimating, carrying out 
large. electrical noe installations. Experienced Govt. 
contracts.—Box 8468, c/o The Electrical Review. 
XPORT Manager, important concern, widely travelled, 
excellent overseas connections, several languages, 
desires change to organise post-war exports.—Box 8504, 
c/o The Electrical Review. 
OREMAN Electrician & Winder, age 40 (discharged), 
capable, desirous servicing or travel.—Box 8466, 
c/o The Electrical Review. 
LAS (37) seeks post as Accountant or Secretary to 
small company, or as assistant to larger company. 
Thorough knowledge of double-entry book-keeping to final 
figures. Experienced in office control.—Box 8431, c/o 
The Electrical Review. 
OUNG Engineer, fully experienced general installa- 
tions, htg., ltg., power, generation (small Diesels), 
sales, administrative, "Government contracts, seeks super- 
visory administrative position, London area, exempt, 
— travel, free January.—Box 8471, c/ o The Electrical 
eview. 


FOR SALE 
ELECTRIC MOTORS & DYNAMOS 


E hold one of the largest stocks of New and Second- 

hand Motors. Secondhand machines are thoroughly 
overhauled. Inspection and tests can be le our 
Works. 

For Sale or Hire. Send your enquiries to :— 
BRITANNIA MANUFACTURING CO., LTD., 
22-23 BRITANNIA STREET, 

CITY ROAD, LONDON, N.1. 


Telephone: 5512-3 Clerkenwell. 


EXCEPTIONAL OPPORTUNITY 


135 Steam Alternator Set, 400 volt, 3-phase, 50 


cycle, 500 r.p.m. Mather & Platt alternator, 
Belliss & Morcom twin-cylinder non-compound engine, 
complete with Erskine Heap three-panel switchboard. 
Unused, available immediately. 
CENTRAL ELECTRICAL CO. LTD., 
6 & 8, Rosebery Avenue, London, E.C.1. 
2916 
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GEORGE COHEN, SONS & CO., LTD. 


SUPPLIERS OF SECONDHAND 
GUARANTEED ELECTRICAL 
PLANT. 


SHOWROOMS AT: WOOD LANE, 
LONDON, W.12. 


Telephone: Shepherds Bush 2070. 


STANNINGLEY, NEAR LEEDS. 
Telephone: Pudsey 2241. 


FOR’ SALE 


Electric Cable, S.W.A. Rubber Insulated. 
4 7/ 20 


7/20 
re, 7/20 
Concentric, 7/20 


S.W.A. Cab Tyre, covered outside of armouring. 
4-core, 7/20. 
In long lengths up to 800 yards in one piece. Four-core 
will carry about 15 amp., and seven-core, by coupling 
two cores in parallel, will carry 25 amp. Suitable for 
mining, etc. 
JAMES N. CONNELL, 
Phoenix and Clifton Ironworks, Coatbridge. 


MOTOR GENERATOR SETS 


rs to customers’ pyres of available new and 
lant, many in stock at Wembley— ion 
invited Please send us your enquiries—we can help you 
to save time. 
OVER A THOUSAND MACHINES ALWAYS IN 
STOCK 


DYNAMO & MOTOR REPAIRS, LTD., 
Wembley Park, Middlesex. 
Telephone: Wembley 3121 (4 lines). 


Also at Phenix Works, Belgrave Terrace, Soho, 
Birmingham. 


‘Phone :. Northern 0898. 


400-VOLTS, 3-PHASE, 50-CYCLES SWITCHGEAR BY 
ENGLISH ELECTRIC CO. 


4° -Panel Ironclad Industrial Oil Immersed Switchboard, 

totally enclosed, comprising :— 

ix Switch Cubicle. 
500-amp Draw-out type, SXA on 


SXD on 


ds. 
Complete with Busbars. 


1 x 500-amp. Switch sais Draw-out type, 
1 500-amp. ” 


MIDLAND COUNTIES ELECTRICAL 
ENGINEERING CO., LTD., 
GRICE STREET, WEST BROMWICH. 


‘ 
| 2917 
| 
| 
| 
1x 20-am 
Stan 
* 


iw 


ore 


December 25, 1942 


NEW SLIP RING MOTORS, 400/440 v., 3-ph., 50 cy. 


20 h.p. 1,400 r.p.m 
25 h.p. 1,400 r.p.m 
25 h.p. 960 r.p.m 
35 h.p. 960 r.p.m 
40 h.p. 960 r.p.m 
50 h.p. 960 r.p.m 
25 h.p. 730 r.p.m 
50 h.p. 730 r.p.m 
125 h.p. 575 r.p.m. 
150 h.p. 366 r.p.m 


All complete with liquid starters. 


ELECTROGENERATORS LTD., 
14, Australia Road,’ Slough. Phone 22877. 


FOR SALE 


1 25-cwts. capacity, 2-phase Rennerfelt Arc Furnace, 
three electrode (two 3” and one 4”), with two 750- 
kVA Natural-cooled Transformers arranged for Scott 
connection. Voltage ratio, 11,200/106 volts, 50 cycles, 
3,570 amps. 

1 remote hand control oil-immersed, Floor-mounted 
E.H.T. Switchpillar, with selector switch, a Reyrolle type 
C.1, 35,000 kVA, rupturing capacity 1,200 volts, 250 amps. 

1 Floor-mounted low tension Control Panel, comprising 
air break switches, voltmeters, meters, kW meter and 
kWh Meter. ae 

The furnace can be seen working and it is expected to 
be liberated in a few months’ time. Inspection and 
offers are invited 

Apply Box 2904, c/o The Electrical Review. 


WATER TUBE BOILERS IN STOCK 


One 35,000 Ibs. evaporation, 205 lbs. W.P. 


Two 25,000 ,, ” 250 on 
Two 12,000 ,, ” = ” ” 
One 12,000 ,, ” oe 
One 4,000 160 haa 


We instal complete, ‘including brickwork. Economisers, 
Pumps, Piping Valves, Generating Sets and Motors in 
stock. Please send us your enquiries; we can give 
immediate delivery. 
BURFORD, TAYLOR & CO., LTD., 
Boiler Specialists, Middlesbrough. 


Telephone, Middlesbrough 2622. 


.C. and D.C. House Service Meters, all sizes, quarterly 
and prepayment, reconditioned, guaranteed one year. 
Repairs and recalibrations.—The Victa Electrical Co., 47, 
Battersea High Street, S.W.11. Tel. Battersea 0780. 9 
.C. and D.C. Motors, all sizes, large stocks, fully 
guaranteed.—Milo Engineering Works, Milo Road, 
East Dulwich, 8.E.22 (Forest Hill 4422). 8368 
ERIAL Cables, all sizes quoted for; good deliveries 
against Government contract numbers.—Edwardes 
Bros., 20, Blackfriars Road, London, S.E.1. 8492 
BET English Cables, all standard sizes 1/.044 up to 
127/.103, good deliveries against Government con- 
tract number.—Edwardes Bros., 20, Blackfriars Road, 
London, S.E.1. 8493 
IESEL Gen. Sets, 4 to 450 kW; various Kohlers.— 
Binns, 156a, Falsgrave Rd.; Scarborough. 8502 
FLECTRIC Light Shades. For sale, approximately 400 
blue/white glassware shades, 9” diameter, complete 
with galleries. Full particulars from—County Architect, 
Shire Hall, Dorchester, Dorset. 2928 
FERRANTI and C. & H. D.C. House Service Meters, 
reconditioned and guaranteed, 5, 10 and 20 A.; 
quarterly and prepayment.—Kippax Bros., Boot Street, 
Burnley. Tel. 2363. 33 
For Disposal, 1 Brooks old type 30-h.p. Motor and 
Starter, 1,500 revs., 400 volts, 3-phase, 50 cycles. 
What offers? Apply—J. Firth & Sons, Grove Mills, i 
Road, Huddersfield. 
For Sale, about 100 yards four-core C.T.S. reefing 
Flex, .06 sq. in. (248/.018), secondhand but perfect, 
cheap to clear.—Burleigh, adj. Wembley Ice Co., a 
Middlesex. 503 
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OR Sale, Sets, petrol and crude oil, 
and D.C., up to 50 kW, including 3 kW, 220 v. 
and 3 kVA, 1/50, both for immediate 
Fyfe, Wilson & Co. Ltd., Bishop’s Stortford. 2930 
OR Sale, Intercommunication Telephone System, com- 
prising 32 Sterling instruments, multi-core cable and 
multi-way link boxes. Superseded because more points 
required.—Box 2934, c/o The Electrical Review. 
OR Sale, 2 reconditioned 30-h.p. Motors, ‘*‘ Westing- 
house,’” squirrel cage, 3-phase, 440 volt, 720 r.p.m., 
complete with oil-immersed A.T. starters, Immediate 
delivery f.o.r. Manchester.—The Mossley Wool Combing 
& Spinning Company Limited, Milton Mills, Mossley, near 
Manchester 2923 
jy* MEDIATE deliveries of most sizes and types of 
Flexible Cords and Cables, for essential purposes.— 
Box 8432, c/o The Electrical Review. 
ARGE quantity 16mm. and 1limm. solid and cored 
Are Lamp Carbons, cheap.—Edwardes Bros., 20, 
Blackfriars Road, London, S.E.1. 8494 
ARGE quantity 110-volt, 20-w., ‘“‘ ring’’ make M.F. 
Lamps, B.C., Bros., 20, 
friars Road, London, S.E.1 8495 
EAD-covered and Armoured Cables, P.I. and V.I.R. 
various special lines at low prices.—Edwardes Bros., 
20, Blackfriars Road, London, $.E.1. 8496 
N ONOMARK. Permanent conf. London address. Letters 
redirected. 5s. p.a. Write—BM/MONO53, W.C.1. 15 
OTOR Generator Sets and Convertors, all sizes and 
voltages from 4 kW up to 500 kW in stock.— 
Britannia Manufacturing Co., Ltd., 22/26, Britannia Walk, 
City Road, N.1. "Telephone. Clerkenwell 5512. 
5513 and 5 28 
AMBPLATES, Engraving, Diesinking, Stencils, Steel 
punches.—Stilwell & Sons, Ltd., 153, Far ee 
Street, Coventry 
EW 1938 lio- kW Mercury Arc Rectifier 
output 220 volts D.C., 2-wire, complete with Hack- 
bridge transformer, incoming 6.6 kV, 50 cycles, with 
switchgear. Price £470.—Newman Industries 
Yate, Bristol. 
HONE 98 Staines. 400-kW Belliss Steam Set; 50- kW 
Hindley ditto, 440/220 volts D.C.; 60-kW Allen 
Crude Oil Set, 220 volts D.C.; Ruston ditto, 74 kW, 110 
volts; 45-kW_ Belliss Steam Set, 220 volts; 35-h. p. Ruston 
Crude Oil Engine.—Harry H. Gardam & Co. 
taines 
‘PORCELAIN Insulators and Spindles, also Cleats, 
cheap.—Edwardes Bros., 20, Blackfriars. Road, 
London, S.E.1. 8497 
OTARY Converters in stock, all sizes; enquiries 
—Universal Electrical, 221, City 


E.C.1. 
INGLE-core V.I.R. Braided Flexible, heavy insulated, 
carry 24 amps., cheap.—Edwardes Bros., 20, Black- 
friars Road, London, 8.E.1. 8498 
PECIAL Offer, 37/.064 Twin C.T.S. Cable, 300-yard 
lengths; also quantity 7/.044 and_7/.064 single 
—Edwardes Bros., 20, Biackfriars Road, 


GtArr Time Checking and Job Costing Time Recorders 
(all makes) for quick cash sale. Exceptional con- 
dition. Write—Box 528, Smiths, 100, Fleet Street, 
London, E.C.4 31 
WITCH and Fuse Units, Conduits and fittings, works 
requirements stocked.—Edwardes Bros., 20,. Black- 
friars Road, London, S8.E.1. 8500 
.S. Cables and Flexible supplied to M.O.S. require- 
ments.—Edwardes Bros., 20, Blackfriars Road. 
London, 8.E.1. 8501 
-R.S. Lead and other Cables and Flexibles, Instrument 
and_ Resistance Wires, Searchlights (sale or hire), 
surplus Lamp Bulbs, Carbon Rods, Ebonite, Fibre, 
Hightensite, Porcelain House-wiring and other Cleats, 
Reels and Knobs, Mirrors, Lenses, etc.—London Electric 
Firm, Croydon. 
ARIABLE Speed Commutator Motors. One 5/15-h.p. 
“B.T.H.” 400 volt, 3-phase, 50 cycles, 483/1,450 
r.p.m., complete with “‘ B.T.H.’’ oil-immersed starting 
gear; One 9/124-h.p. ‘* Siemens,”’ 220 volt, 3-phase, 50 
cycles, 365/730 r.p.m., complete with airbreak resistance 
type starter.—Stewart Thomson & Sons, Gladstone Works, 
Seaforth, Liverpool, 21 42 
= Motor-operated Valve, 100 lbs. pressure, 
motor geared, 220 v., 5-phase, 50 cyc., 0.15 amp., 
final hay = 100 r.p.m. Reversible, fitted with limit switches. 
—Box 8490, c/o The Electrical Review. 
5 tons of new condition V.I.R. Cable, 153/.072, 50-ft. 
lengths, 600 amp. 400-kW ‘“‘Allen’’ Turho-Generating 
Set, 220/250 volt D.C. 250-kW Motor Generating Set. 
input 6.600/3/50, output 440/550 volt D.C.—Stewart 
Thomson & Sons, Fort Road, Seaforth, Liverpool, 21. 20 
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2 Fullers Electric Motors for sale, 200 volts, 2-phase, 
50 cycles, 1,375 revs., 4 years old. only slightly used. 
What offers? Apply—Robert Hirst & Co., Ltd., Hammer- 
ton St., Bradford, Yks. Tel. Bradford 2515, 2914. 
Ore: (two), 400/3/50, 360-r.p.m. slip, ring, three ball 
bearing type Motors, on bedplate by Brooks, with 

Ellison gear, rails, and pulley.—Greenhalgh Bros., — 
Field Mill, Atherton. Phone 117. 2931 
Orv Steam-driven Generating Set, compound high- 
speed steam engine with 460-volt D.C. generator, 
compound wound, 500 revs., on_self- "mec bed.— 
Thomas Mitchell & Sons Limited, Bolto 2877 
A Alternator by L.D.M., 3/ 50/400, 600 revs., 
«/ three-bearing machine.—Thomas Mitchell & Sons 
Limited, Bolton. 2878 
-amp., 500-vo't triple-pole ironclad Change-over 

Switch. New.--Guildford 1968. 89 
200°" -h.p., 400/3/50, 485-rev., S.R., Mather & Platt, 
3: bearing type, with Ellison switchgear.— 

— Bros., Burtons Field Mill, Atherton. —_— 


500 Electric Motors, Dynamos, Transformers, Con- 
verters, etc., etc., at low prices.—S. C. Bilsby, 
A.M.I.C.E., A.M.I.E.E., Crosswell Road, Langley, near 
Birmingham. Phone, Broadwell 1359. 2 
1 5 W Bruce Peebles Motor Converter, 11/6.6 
’ kV_ incoming, 500/550 volts D.C. output. 
Complete with all switch gear.—Newman Industries Ltd., 
Yate, Bristol. 25 


ARTICLES WANTED 


ACCUMULATOR Plates (old) and lead Peroxide; as 
actual smelters we pay top price. Also old storage 
batteries, transformers and whole installations purchased. 
—Elton, Levy & Co., Ltd., 18, St. Thomas Street, S.E.1. 
Hop 2825-6. 39 
AW Crusher wanted, not smaller than 21” x 10”, of 
good robust make; a larger machine would be pre- 
ferred.—Box 2910, c/o The Electrical Review. 
NE Petrol or alternatively Diesel Engine driven 
Alternator Set, output 60 kW, 400 volts, 3-phase, 
50 cycles. Full specification of equipment put forward, 
including weight, should be given with tender.—Box 2922, 
c/o ae ical Review 
NG Set wanted, about 600 amp., 6 volts, coupled 


LA 
P ~ 480 D.C. motor.—Box 2903, c/o The Electrical 
Review. 
PIRALS 
quantities, 


or Spiral Wire, 750 w., 230/250 v. Any 
large or small, will be purchased for spot 
cash. Send samples of spirals or spiral wire with your 
offer.—Box 8488, c/o The Electrical Review. 
ERTICAL Crosstube or Multitubular Boiler wanted, 
of about 1,000 Ibs. evap. capacity, not less than 
80 lbs. pressure.—Box 2912, c/o The Electrical Review. 
ANTED, ‘Electric Pulley Blocks, 2-phase, 3-phase or 
direct current.—Britannia Manufacturing Co., 
22/26, Britannia Walk, London, N.1. 
ANTED, Rotary Converters, any size. Pe 
221, City Road, London, E.C.1. 22 
ANTED, Stone Crusher, about 25” x 16”, or slightly 
larger, required immediately; preferably with 
Electric or Diesel Engine to drive same.—Box 2911, c/o 
The Electrical Review. 
ANTED urgently, Starter for 130-h.p., 220-volt D.C. 
motor, also Power Factor Meter for 400/3/50 supply. 
—Fyfe, Wilson & Co. Ltd., Bishop’s Stortford. 929 
ANTED, 5-ton Shunting Crane, with buffers; 4’ 84” 
gauge; jib about 30 feet long; preferably Smith or 
Grafton.—Box 2913, c/o The Electrical Review. 
250° -h.p. Auto Synchronous Motor, 400 volts, 3-phase, 
50 cycles, any speed from 400 to 750 r.p.m 
considered, with or without switchgear.—Box 2939, c/o 
The Electrical Review. 


WORK 


AIRFIELD LIGHTING 


E shall be pleased to quote for mechanical 
eable laying for Airfield Lighting, also 
Pole fixing for overhead Lines. 


G. DEW & CO. LTD., 


Public Works Contractors, OLDHAM. 
Tel. MAIN 5061/2. 
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ARM ATURE Winding a Electric 
ps 111, Clarence Rd., E.5 MH. 4166. 8505 
RICAL Repairs. ‘Armature, and Stator 
winding. Special dept. for fractional H.P. Motors, 
Electric Toois, Cleaners, etc.—Walter Crane, Electrical 
Engineer, Greencoat House, Wakefield. London — 
25, Duke Road, Chiswick, W.4. 8461 
EWINDLNG and Repairs. We specialise in rewind- 
ing, ete., Electric Tools and small Motors. Prompt 
— and guaranteed work.—Southern Ignition Co. 
Lid., E Thorton Road, Croydon, Phone, THOrnton 
Heath 7/8. 40 
RANSFORMERS, single and three-phase. All types 
up to 10 kVA.—Woden Transformer Co. (Phone, 
Wolverhampton 22829), Thornley St., Wolverhampton. 11 


AGENCIES 


N ANUFACTURERS’ Agents, covering the whole of 
+ Great Britain and Colonies, are desirous of contact- 
ing manufacturers with a view to sole selling rights (either 
commission or buying), post-war arrangements considered. 
—Box 23, c/o The Electrical Review. 


PATENT NOTICES 


PATENT 509998, Method of Electrically Welding the 
Links of Metal Chains. Owners wish to meet all 
demands for the utilization of this patent and invite 
enquiries from parties competent to assist in commercially 
exploiting the invention. Address first instance—Messrs. 
Dicker, Pollak, Mercer, Tench & Meyer, Chartered Patent 
Agents, 20-23, Holborn, E.C.1. 2918 


MISCELLANEOUS 


ON'T disclose your plans, Produce blue prints and 
black line copies, etc., in your own office without 
glass frame, privately and economically. ‘* Arcoflex’ 
Copiers from 28 shillings. As supplied to H.M. Govern- 
ment. Priority permit not necessary. List for 2d. stamp. 
—W. E. Boughton, 53, Kenley Road, Merton, London, 
S.W.19. 2638 
ESLIE Dixon & Co.; and Electradix Radios, Dynamos, 
Motors, Switchgear, Chargers and Telephones. New 
address: 19, Broughton Street, Queenstown Road, Batter- 
sea, S.W.8. Telephone, Macaulay 2159. Nearest ae 
Sta. : Peet s Road, Battersea (S.R.). 


EDUCATIONAL. NOTICES 


LATEST A.M.1.E.E. RESULTS 


| the recent Examinations held by the Institution of 
Electrical Engineers 416 Candidates sat who had 
taken B.I.E.T. courses. Of these 397 were successful in 
passing the examinations. We believe this record of 397 
successes out of 416 entrants has never before been 
approached by any oral or correspondence tutorial 
organisation, and indicates the very hi efficiency of 
= — system of Technical Training ‘Which we have 
aid down, 


The B.I.E.T. tutorial organisation is waiting to assist 
you either with a short specialised course or complete 
training for a recognised examination. 


We have available a large full-time staff of instructors, 
while the efficiency of our extensive en is a 
byword among engineers. 


WE GUARANTEE—“ NO PASS—NO FEE” 


May we send a copy of ‘* ENGINEERING OPPOR- 
TUNITIES""? Containing a great deal of useful advice 
and detailed information on over 200 Home-Study Courses 
and examinations, this handbook is. of very real value to 
the ambitious engineer. 


Our highly informative handbook will be sent FREE 
and post free on request. 


BRITISH INSTITUTE OF ENGINEERING 
TECHNOLOGY 
Established 1927—over 140,000 students. 
12, Shakespeare House, 17, 18 & 19, Stratford Place, 
Oxford Street, London, W.1. iat 


| 
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POWER 
LINES 


Telegraph Poles, 
Engineering and 
Constructional 
Timbers of Every 
Description. 


BURT. BOULTON ¢ HAYWOOD 


BRETTENHAM HOUSE,WELLINGTON STREET, W.C.2 Depots: LONDON 


Telephone. Temple Bar 580/(Slines) Telegrams, Burboul, Rand, London NEWPORT. SOUTHAMPTON Etc 


FOR CONSUMERS’ 
INSTALLATIONS 


HSB PATTERN IN 
BAKELITE CASE 


CAPACITIES 


MAXIMUM 
DEMAND TIME LAG, | 
INDICATOR 
PRICE Q [ELSHAM LY 


MAKERS OF MAXIMUM DEMAND INDICATORS 
TAMWORTH LANE WORKS, MITCHAM, SURREY 


FLASHLIGHT BULBS | | DEV 


For Torches TRICKLE CHARGERS 
for all purposes. 


& Cycles, etc. QUIK-CHARGE ” CHARGERS 
Wireless Bulbs are well known for reliability 

end for interesting booklet an 

attractive terms to Dept. 
SUPLEX LAMPS LIMITED 


50, GRAY’S INN ROAD, LONDON, W.C.I 
Tel. HOL. 0225 
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VICE 
offers small intricate 
rubber mouldings (fre- 
quently to customers’ 
own specifications) to 
meet difficult 
conditions. We may 


juire- 
ments of happier days 
to come. 


THE HARBORO’ RUBBER (0., LID., MARKET HARBOROUGH 


unlimited supplies 
NOTICE 


To Factors and Radio Service Depots 


There are stilla number of interesting lines we 
can supply in bulk, such as some of the following : 


CONDENSERS - VALVES - SPEAKERS 
5”, 64”, 8”, 10” - VOLUME CONTROLS - 
TRANSFORMERS Mains and Heavy Duty 
Output, etc. - MAINS DROPPING 
RESISTANCES - LINE CORD RESIS- 
TANCE - INSULATION TAPE - TWIN 
BELL WIRE - TWIN TWISTED FLEX - 
PUSH-BACK WIRE - BAKELITE M.E.S. 
BULB HOLDERS - SISTO-FLEX - H.T. 
BATTERIES - PILOT BULBS - PLUG- 
TOPS - SOLDERING IRONS - CAPACITY 
AERIALS, ETC. - TORCHES, BATTERIES 
AND BULBS, ETC., ETC. - ELECTRIC 
IRON, FIRE AND BOWL - FIRE 
ELEMENTS AND BARS. 


We specialise only in guaranteed branded 
supplies by the leading manufacturers 


MARCUS FISHER & CO. 


37 Aylmer Parade, East Finchley, N.2 
Call, write or phone MOUntview 2461-2 


ALUMINIUM-BRONZE 
ALUMINIUM-SILICON 
ALUMINIUM, BRASS 
AND WHITEMETAL 


DIE CASTINGS 


LET US SEND YOU SAMPLES OF OUR 
WORK FOR YOUR INSPECTION 


NON-FERROUS DIE CASTING CO. LTD. 
North Circular Road, London, N.W.2 
Telephone : GLAdstone 6377 


“DECO” MIDGET 
FABRICATED 
{SPRING CONTROLLED 


RADIAL DRUM 
to reel in 50 feet $” diameter 
4-core flexible T.R.S. cable. 
Manufacturers of Cable Reel- 
Drums, spring, power 
driven, counterweighted, 
direct coupled and hand 
operated, to suit all applica- 
tions where loose trailing 

cables are employed. 

DALYTE ELECTRICAL CO. 
West Row, North Kensington, W.10 
Teleph : LADbroke 3066 


"Phone: Molesey 556, 


MILD STEEL 
CABLE HANGERS AND RACKS, 


ROBERT McGREGOR & Co., 
ALPINE STEEL WORKS, 
EAST MOLESEY, SURREY. 


TERMINAL BLOCKS 


Best quality, black bakelite,Terminal 

i Blocks or Connectors. Used extensively 

for telephones, telegraphs, radio, bells, signals, 

relays, traffic signals, etc. 2, 3, 4, 5) 6, 8, 10 and 
12 way in Four Types. 

Fully illustrated descriptive Folder on application 
GRELCO Ltd., 91-93 Stanley Road, Teddington, Middx. 
Phone : Molesey 3000-1 
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SECONDHAND MACHINERY 
: for Work of National Importance 


D THE LARGEST STOCKS IN BRITAIN 


GEORGE COHEN SONS & COMPANY, LTD. 


Wood Lane, London, W.12, & Stanningley, near Leeds 
a Telephone: Shepherds Bush 2070 Telephone: Pudsey 2241 
Telegrams: Omniplant, Chisk, London Telegrams: Coborn, Leeds 


And at BIRMINGHAM, SHEFFIELD, GLASGOW, NEWCASTLE, 
SOUTHAMPTON, MANCHESTER, SWANSEA, BATH, BELFAST. REDRUTH, Etc. 
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CYCLONE Flectric THIS IS ONLY ONE OF THE MANY 


PROPELLER FANS 


CONDUIT FITTINGS 


For For 
Ventilating, Removal 
Cooling and of Fumes, 
Drying Purposes Be Dust and Steam 
The Fans are reversible—the motors are liberally Details of the full range can be 


rated and built to B.E.S.A. standards. 
Your enquiries are invited—Quote Ref. E/P. © 


MATTHEWS & YATES LTD. 


obtained from any Wholesaler. 


HARTLEY & BALDWIN LTD. 


SWINTON, LANCS. AND LONDON TOWER CHAMBERS, CHURCH GATE 
GLASGOW: LEEDS: BIRMINGHAM > CARDIFF LEICESTER 


ON OF 
SXCELUENT ELECTRICAL PR 


COMPANY LIMITED 
WALTHAMSTOW LONDON, E€.17 


Telephone: woo 1044 (Pte Br Exch) 


© YOUR ELECTRICAL WORK 
.. AND BE SURE 


G® 


Durathreefiat 


Durawire with Two 
Insulating Layers 


“SS” Duratwin Cable 


DURATUBE & WIRE. LTD. 


FACGS ROAD, FELTHAM, MIDDLESEX. 3332 


Pressed Steel 
Tanks 


BRAITHWAITE & CO. ENGINEERS, LTD. 


London Office (Temporary Address) : 
45 King’s House, Haymarket, London, S.W.| 
Telephone : WHI 3993 


COSWAY 


DISCONNECTING BOXES 
DISTRIBUTION BOXES 
SOLID FILLED, POLE & DIVIDING BOXES 
SUBSTATION & INDUSTRIAL PAN ELS 


COSWAY DUDLEY 


Telegrams: Bromkirk-Phone Duley, Wore. Telephone. P599/2nes) Paragon Dud 


ASS 
Az ~ RLECTRICAL CONDUCTORS H 
MICANI Unaftected by great number 
ail colours end standard sizes — 
: and various grades of flexibility. 5 
/ 
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NY 
SS 


Frames and Cases for Electrical Equipment 


FEEDER PILLARS, 
CUBICLE AND 
TELEPHONE BOXES, 
BUSBAR CHAMBERS, 
CONNECTION BOXES, 
INSTRUMENT PANELS 


AIR DUC 
D. 
LTD. 


GREAT WEST ROAD, BRENTFORD. Telephone : Ealing 1431. Telegraphic Address : Airdux, Brentford 


| An Announcement concerning Electrical 
Insulation and Insulating Panels 4 


Arrangements have been made whereby we undertake the 
processing and distribution in London, the Home Counties > 
and Sussex of the insulating panels manufactured by 4 
Interohm Electrical Insulators Limited. 


; These arrangements will operate very well in conjunction 

‘ with our existing Mica and Micanite Department so that 
henceforth we shall be offering a comprehensive service 

in electrical insulation. 


Enquiries are invited. 


LANGLEY LONDON LIMITED 


161 BOROUGH HIGH STREET, LONDON, S.E.| 
Phone: Hop 2946 (4 lines). Grams: “ Laglycol, Phone, London”’ 


. 
2 
| 
g 
| 
| 


70 (Supplement) 


SAMUEL JONES COL 


16/17 NEW BRIDGE ST-EC4- centr 6500 
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CHURCHOUSE 


Lighting Fittings 
Merchant Ships 


Cc. M. CHURCHOUSE LTD., CLARENDON WORKS, 
CLARENDON CROSS, LONDON, W111 


CONDUIT 


BRASS ADAPTORS 
for 
FLEXIBLE 
METALLIC TUBE 


| 
These fittings are available | 
with or without grub screws. | 


The range covers standard © 


bores and conduit sizes. 


Those with grub screws can 
be supplied female or male 
Conduit. 


ALL SIZES OF BRASS 
BUSHES, EARTH CLIPS, 


‘ CONDUIT FITTINGS. 
| PRODUCTS A Stocked by leading Wholesalers 
For details ask for List No. 8541/E.R. 
ETROPOLITA 
ELECTRIC SUPPLIES 


Sole Proprietor: D. G. E. BARRIE 


Metway Works, King St., Brighton 


Phone : Brighton 4456. Grams: “‘ Metway, Phone, Brighton ’* 


HAND-TRUCKS 


Description. 


lo Truck & Tr & Trolley te. Ltd. 


66/68 Northumberland Street, 


Newcastle-on-Tyne 
Telephone 24196 


MANUFACTURING 
ELECTRICAL ENGINEERS 


LEGG (Industries) LTD., WILLIAMSON ST., WOLVERHAMPTON 


Mew. 


, 
| 
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46-range Model 7 
Universal AvoMeter 


accuracy, simplicity, exceptiona] 
versatility and proven reliability have 
won for ‘*AVO”’ Instruments a world- 
wide reputation for supremacy wherever 
rapid precision test work is demanded. 
There is an ‘**AVO”’ Instrument for 
every essential electrical test. 
Some delay in delivery of Trade Orders is inevitable, 
but we shall continue to do our best to fulfil your 
requirements as promptly as possible. 
Sole Proprietors and Manufacturers : 
AUTOMATIC COIL WINDER & ELECTRICAL 


EQUIPMENT CO., LTD., Winder House, Douglas 
Street, London, S.W.|I. Phone : Victoria 3404-7 
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WORTHINGTON - SIMPSON 


Condensing Plants for Main Power 
Stations.-Surface Condensers—Latest 
Double Folded Tube Layer Design, 
giving Oxygen Free Condensate at 
Vacuum Temperature. 


Circulating and Extraction Pumps. 
Steam Jet Air Ejectors. 
Closed Feed Systems. 
Heaters. — Evaporators. 


‘ Automatic High Pressure 
Bye-pass Valves (Patent applied for). 


De - aerators. 
Boiler Feed Pumps. 
Automatic Exhaust Relief Valves. 
A COMPLETE SERVICE. 


WORTHINGTON - SIMPSON LTD. 
NEWARK-ON-TRENT. 


TERMINAL 
NUTS 


Valli 
SWITCH HANDLES Vail 


BAKELITE, etc. 
MOULDINGS 


Moulds made in own Works, 
ensuring personal supervision 
of all work entrusted to us. 
e e 
Standard Lines on applica- 
tion. Enquiries invited for 
Customers’ own designs or 
tterns. Extensive and 
odern Factory. 


& STALBANS MOULDINGS 
LIMITED 


SANDOWN ROAD. WATFORD. 
TELEPHONE: WATFORD 4494 


THE (o 


ACCURACY 
UNIFORMITY 
RELIABILITY 
SERVICE 
sk COMPETITIVE PRICES 


EXPRESS DELIVERIES DAILY IN LONDON AREA 


The VARLEY MAGNET COMPANY 


BLOOMFIELD ROAD 


WoOlwier 123 (6 tines) OOLWICH, S.E.18 
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Index to Advertisers 


The fact that goods made of raw materials . short 

supply owing to war —_ are advertised in this 

Journal should not be taken as an indication that 
they are necessarily available for export 


Dalyte Electrical Co 


Air Ducts Ltd...... 


Cosway (Sales) Ltd.. 
Crompton Parkinson Ltd.............. 
Cryselco Ltd........ 


Davidson & Co. Ltd 
Desoutter Bros. Ltd.. 
Donovan Electrical Co. 
Dryden, Thomas, & Sons Ltd.......... 
Duratube & Wire Ltd 


Astor Boisselier & Lawrence 
Automatic Coil Winder & Elecl. Equip. Co. Ltd.. 

Belling & Co. Ltd... 12 
Berry’s Electric Ltd. 


Blakeborough, J., & Sons Ltd... 
Braithwaite & Co. Engineers Ltd...........00s.005 
Britannic Electric Cable & Construction Co. Ltd.. 
British Aero Components 
British Bound Brook Bearing Co..............+.+ 
British Mica Co. Ltd 
British Thomson-Houston Co, Ltd............. 5 & 3 
British Vacuum Cleaner & Engineering Co. Ltd..... 
Brook Motors Ltd... 
Burt, Boulton & Haywood 
Cable Makers’ Association. 
Canning, W., & Co. Ltd a 

City Electrical Co.... 
Cohen, George, Sons & Co. Ltd 
Connolly’s (Blackley) Ltd............... 
Constructors Ltd.... 


Swan Cables Ltd, 1 
| Glover, Ww. 6 
Hackbridge Electric Construction Co. Ltd.......... 22 
Hellermann Electric 56 
| Henley’s, W. T., Telegraph Works Co. Léd....... 13 
Higgs Motors 25 
Howells (Electric Motors) Ltd.............scceee. 37 
Ioco Rubber & Waterproofing Co. Ltd............. 56 
Lancashire Dynamo & Crypto Ltd............. oe 
Legg (Industries) Ltd............. 


(Continued on page 74) 


space, identifica 


* 

More is required for protection than merely a 
detachable device to hold the fuse wire in circuit. 
The SLYDLOK Fuse is designed to meet the 
needs of SS, of vibration, neglect, 


ion and adaptability are ail 


answered by the SLYDLOK design. 


co 


VIBRATION PROOF 


Whilst producing to 

maximum capacity, 

orders can be dealt 
with in rotation. 


harston Road, Wythenshawe, MANCHESTER 


dm8i3 


H.C. COPPER 
WIRES AND 
STRIP 


ENAMELLED 
TO B.8.8. 156—1936 


ENAMELLED 
PAPER LAPPED 
VERALL 


COTTON COVERED 
Samples and Prices on Application 


F. D. SIMS LTD. 


HAZELHURST WORKS, RAMSBOTTOM, LANCS 


AND 
VARNISHED 0 
MADE BY :— 
s 
sins, RAMSBOTTOM.” 


RAMSBOTTOM 2213/4 
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BRITISH 


CENTRIFUGAL PURIFIERS 


FOR TURBINE, LUBRICATING, 
INSULATING AND FUEL OILS 


= 


\ 


= 


ut! 


STANDARDISED IN A WIDE RANGE 
OF CAPACITIES FOR BOTH 
STATIONARY AND PORTABLE TYPES 


HOPKINSONS LIMITED 


HUDDERSFIELD 
London Office :—34 NORFOLK STREET, STRAND, W.c2- 


AS91/3599 


The of War fransport 


Many Parker Portable Loaders are 
now in use by a variety of Industries 
handling Coal, Coke, Sand, Steel 
Turnings, Swarf and Scrap. 


Parker Loaders can save up to four- 

fifths normal labour requirements in : 3 

handling practically any kind of loose me 

cr bulk materials. Let us advise you ARKER’ A DE 

cn your own handling problems, Ri 
*REDERICK PARKER LTD., Catherine Street (Extension 19), ie 
London Office : 3/19 Talbot House, Arundel Street, W.C.2 


Telephone : Leicester 61273 (4 tines). 
Telephone : 4239 and 2739 Temple Bar, London. 
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(Continued from page 72) 

PAGE 
Litholite Insulators & St. Albans Mouldings Ltd..... 71 
London Electrical Co. (Blackfriars) Ltd....... Cover iii 
Mallory Metallurgical Products Ltd........... 
Martindale Electric Co. 


Metallic Seamless Tube Co. +000 


Metropolitan-Vickers Electrical Co. Ltd......... 
Micanite & Insulators Co. Ltd... ces 
Midland Electric Mfg. Co. Ltd. ......0ccccccccces 35 
Nalder Bros. & Thompson Ltd................-4- 15 
Non-Ferrous Die Casting Co. Ltd........ st Don 66 
Parker, Frederick, Ltd......... 


Parmiter, Hope & Sugden Ltd 
Payne, P. P., & Sons Lt 

Philips Lamps 
Pope’s Electric Lamp Co. Ltd. 
Premier Electric Heaters Ltd. 
Price & Belsham Ltd.. ‘ 
Pultra Ltd..... 


Runbaken Electrical Products ............. 
Sanders, W., & Co. (Wednesbury) Ltd............. 54 
Scott, Hugh J., & Co. (Belfast) Ltd................ 59 
Siemens Brothers & Co. Ltd. 23 
Sturtevant Engineering Co. 7 


Varley Magnet Co....... 71 
TAG. 
Wardle Engineering Co. 46 
Westminster Engineering Co. Ltd................. 1 
Wileon, & Co. 72 
Worthington-Simpson 
Young Accumulator Co. 58 


EMERALD STREET, W.C.1 HOR ORN 9722. 
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LSO “Corrujoint” All-Metal Gas- 
kets, Taylor’s Corrugated Packing, 
Copper Joints and Washers, Com- 

pressed Asbestos Jointings, Shims, 
and Kinghorn Type Metallic Valves, 


tabwashers to specifications. 
Write for Brochure 


CORRUGATED PACKING 


AND SHEET METAL CO. LTD. 


GATESHEAD - ON- TYNE 7745. 


MICA 


DISCS 
DIAPHRAGMS 
ELEMENT STRIPS 
CONDENSER PLATES 
STOVE PANELS 
RAW MICA 
WASHERS 


RITISH MICA C°L™ -BEDFORD. 


SOLENOIDS 


| WESTOOL YOur “INK 
LTD. Lo 


TELEGRAMS 
Westolelco-Put 
London 


PUTNEY 
NDON S.W.15 


| lindard 
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YOU-CAN MEET YOUR REQUIREMENTS WITH 


— switches and 
fuse-switches. 


— ironclad dis- 
tribution boards. 


— unit boards. 


— house service 
cut-outs. 


PARMITER, HOPE | 
& SUG DEN F D. Incorporating the Aeroflex 


Fuse, ensuring guaranteed high 
breaking capacity and thermal 
London: 34 Victoria St., S.W.l capacity. 


Longsight, Manchester 12 


ZENITH 


TRADE-maRK) 


VARIAC 
TRANSFORMERS 


(British Patent No. 439567) 


PROVIDE THE MOST ECONOMIC METHOD FOR 
ACCURATE A.C. VOLTAGE AND CURRENT 
CONTROL 


A COMPREHENSIVE RANGE OF ENTIRELY 
BRITISH MADE VARIAC TRANSFORMERS 
IS NOW AVAILABLE 


Please allow us to send you a copy 
of our descriptive catalogue 


THE ZENITH ELECTRIC GO: LTD. 


VARIAC TRANSFORMERS 
soe VOLTAGE CONTROL Zenith Works, Villiers Road 
* 2 Willesden Green, London, N.W.2 
THE ZENITH ELECTRIC COMPANY LID ‘ 
Phone : WiLlesden 4087-8-9 
Grams : “‘ Voltaohm, Phone, London ”’ 


942 

» HOPE'S PATE 
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D. 
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D. Gk 


BILLET WORKS ROAD; WALTHAMSTOW LONDON E 17 


At present our effort 


is devoted entirely to the manufacture 
of small screw machine products. 
We look forward to the time, however, 
when we can give you the same service 


and attention as we have done in the past 


ENAMELLED BRONZE AND CHEMICALLY 
ENGRAVED PLATES of all types in all languages 


Samples and quotations for large or small quantities 
upon request. Phone or write. 


Telephone EDWARD H. THEW 
20221 OEAN STREET MEWCASTLE-ON-TYNE 


Enquiries are invited by the 
Empire’s largest general engravers for— 
ENGRAVED BRASS, CAST BRASS AND ALUMINIUM, ; 
Reg 


Note the tongue which 
ensures perfect and 
permanent contact. Easy 
to fix. Nuts cannot 


SER vi CE! Day and Night, Electrical turn. All sizes from half to two inches 
Installations. Re-winds and Re-designs THE DONOVAN ELEGTRIGALCO.LTD. 


THOS DRYDEN ESONS LTD 


LIMITED, at Dorset House, Stamford Street, London, S.E 


Printed in Great Britain at THE CHAPRL RIVER PRESS, Andover, Hants, and =e by ELECTRICAL REVIEW 


Engraved and 
ENAMELED PLATES. NO 
de Mark 
a. Trade 
ATIONS 
RY BARE: 
, 
EARTHING CLIPS 
BITE AND GRIP jj 
455 


2: 
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IRONCLAD 
UP TO 200 AMPS 


ALL TYPES AND SIZES FROM 2%" 


LONDON ELECTRICAL COMPANY Lt? 


WATERLOO 5620 Fxt.8 


The Season’s Greetings to all our Customers 


iii 
‘ 
| 
| 


December 25, 1942 


REVIEW 
: 
4 
an PHILIPS LAMPS LTD., CENTURY HOUSE, SHAFTESBURY AVENUE, LONDON, W.C.2 (108D) 


